TEST DATA 


TEST CHANNEL : 20 CH 

ANT. IMPEDANCE : 50 ohms 
SP. IMPEDANCE : 8 ohms 
POWER SUPPLY : DC 13, EN 


TRANSMITTER SECTION 


RF OUT PUT POWER 


FREQUENCY TOLERANCE 


MIC, SENS, IKHz DEV 
50% MOD 
1W PEP OUTPUT 
1W PEP OUTPUT 


MODULATION CAPABILIRY 


MOD FREQUENCY REPOSPONSE 
LOWER AT 450Hz EIA 
UPPER AT 2500Hz EIA 


CURRENT DRAIN 
NO MO D 
80% MOD 
MAX PEP SINGLE TONE 


TEST DATA 


TEST CHANNEL : 20 CH 
ANT. IMPEDANCE : 50 ohms 
SP. IMPEDANCE : 8 ohms 


POWER SUPPLY : DC 13.8V 
RECEIVER SECTION | 


OVERALL AUDIO FIDELITY AT 6dB DOWN 
UPPER FREQUENCY AM/FM 
LOWER FREQUENCY AM/FM 


OUTPUT POWER AT 10PCT THD 


V 
V 
V 
V 
V 
V 
V 
V 


DISTORTION AT 1mV 


X X XR 


EA 


S/N RATIO AT 1mV 


IF REJECTION RATJO 


14 CURRENT DRAIN NO SIGNAL 
š MAX SIGNAL 


